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Permanent Signal ®runk Group • Sender Monitor Operator •• DTcRjble Deaflc • Pull 
Mechanical Power Driven System* 

OEfTSMI DESCHIPTIOB 

1* This circuit is used at the trouble desk to light a lamp at the sender 
monitoring position as an Indication that the district selector has gone to 
the overflow terminals of e permanent signal trunk group* It is comnon to the 
overflow terminals of the permanent signal trunk groups of all district frames, 

DETAILED DESCRIPTION ' 

OPERATION 

2, whion a district selector connects to the terminals of this circuit and 
aivences, ground is temporarily connected to battery through lead T, and the 
endings of the L relay and 5»P ftsssage register in series which operate* The 
L relay operated, locks to ground on Its armature and closes a circuit from 
ground on its armature to battery, through the winding of the OP relay, 2-G 
lamp and relay in the associated auxiliary signal circuit operating the relays 
and lighting the lamp under control Of the NL key* 

3, The 5»p message register operated, short circuits the winding of the L 
relay which releases* 

4, ^en the nonblocking key associated with the lighted lamp at the 
sender monitoring position is operated, the lamp is extinguished and the OF 
relay releases restoring the circuit to normal* 
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